THE  COFFEE  MILL  CHURCH  or  Ver- 
einskirche  has  long  been  a  landmark  on 
Fredericksburg's  Main  Street.  The  orig- 
inal, built  in  1847,  served  as  a  church, 
fort,  school,  and  meetinghouse  for  the 
early  German  settlers.  The  present  struc- 
ture was  built  to  the  same  specifications 
in  1935. 

Photograph  by  Douglass  Hubbard. 


C30715 


AWAN  1 
TRESS 


AP015 


00  (A 


XJ5 


0M(UIM>MB3 


